BILL NO. S-70-06-/3 


SPECIAL ORDINANCE NO. S- . p/J- 


AN ORDINANCE approving a contract with CENTRAL 
SUPPLY COMPANY for Copper Cable for the Light 
Construction Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE , 
INDIANA : 


SECTION 1. A certain contract approved May 28, 1970 


between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and CENTRAL SUPPLY COMPANY, fors 


1000 feet, 1,000,000 CM, 1/C, stranded 
600 volt copper cable, for the Light 
Construction Department, 


for a total cost of $3,534.30, as more particularly set forth on 
CITY UTILITIES PURCHASE ORDER NO. 2179, which is by reference 
incorporated herein and made a part hereof, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 
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Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 
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